THE  CLOISTER  GARDENS,  where  monks  once 
strolled  and  meditated,  at  the  Ancient  Spanish 
Monastery  now  reassembled  in  North  Miami 
Beach,  Florida.  Originally  constructed  in  Spain 
in  1141,  the  structure  was  dismantled  and 
brought  to  America  in  1925  by  Wm.  Randolph 
Hearst. 
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Photo  by  Dave  Millspaugh 
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